1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 


BILL NO. S-75-07-,:/) 


SPECIAL ORDINANCE NO. S- 


/JTzZS 


AN ORDINANCE approving a contract to McLAUGHLIN 
MANUFACTURING COMPANY for material for Water 
Maintenance and Service Department 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated July 1, 1975, between the City 
Fort Wayne, by and through its Mayor and the Board of Public Works and 
McLAUGHLIN MANUFACTURING COMPANY, for: 


2 McLaughlin C .P . Air Motor equipped 

with safety valuve 
2 Adapters for air Motor 

2 Air Motor shoes 

Total 


$2,730.00 

53.40 

14.90 


$2,798.30 

all as more particularly set forth on CITY UTILITIES PURCHASE ORDER NO. 6904 
which is by reference incorporated herein, made a part hereof and is hereby in 
all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 
and after its passage and approval by the„Maycir. 
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Read the Hist time in fat j and on motion by , seconded bv 

sY , and duly adopted, read the second time by title and referred 

__ Plan 


to the Commit 
Gorn?rnTsToFTo 
a t-~=&i^= 4 ie^rttrr 




“1/ 


j-eco.nmendation) and Public Hearina to be heT¥ _ aTte? r ^nB = ieqal notice, 

Indiana . on_ 


City-County BuTTdInQT~foTt - 
, 197 
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Date: 
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'“7/4^ A s'" 
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third time m full and 

J / a 

seconded by 


Passed 1 
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bv the foil owlnq vote: 
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TOTAL VOTES 

0 0 
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, and duly adopted, placed on its passaae. 


ABSENT 


<>C._ 


city clerk 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Zon inp May) ' T^ 'nerarrtA?nT e x ation ) (Special j tApp7oorTarToTl7 Ordinance 

on the d ay of <- a 197 -3 . 

(SEAL ) 


UTesoiut ,,n ho 




DING OFFICER 


^Preswieed^y tne Mayor of the City of Fort Wavne, Indiana, on the /J_^ 

day'df 


i/ ‘•nt “ J 197 , at the hour of ^o 'clock 


M ,£ S. T. 


CITY CLERK 

Approved and stoned by me this /Op*/ d ay of 
at tne hour or ,7 o'clock__ii.,E.ST 
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Bill 'Jet. 


S-75-07-28 


We, 'jour 


REPORT OE THE CQ>i*liTTEE uN _ C 1 ?*' 111 

City Utilities to who.® was rfiferred sa Ordiri4r.ee. 


approving a contract to McLAUGHLIN MANUFACTURING COMPANY for 
material for W ater Maintenance and Service Department _,_ 


have had said Ordinance under consideration «id bag lG*v- to report back^o the Cohort 



fan'is' concur Redin 

—CHARLES W. WESTERMAN, CITY €U^ 




















































Memorandum 


To 

Dr. Boswell 

Date .T.-hIv- 9 ] Q7k 


Mort Mendel 


Subject 

PURCHASE ORDER NO. 

6904 — 2 AIR MOTORS WTTH ACCESSORIES 


COPIES TO: 

Chuck Nash . 

John Mann ' The attached purchase order represents an item from our 1975 capital 

budget for Water Maintenance § Service (item no. 75-M4) (d) for two 
; McLaughlin C. P. Air Motors. 

These air motors are used in the installation of 3/4 to 1 inch long 

water service lines-they are literally air-driven motors which 

drive boring tools (bars), which hook together in 4 foot lengths £ 
which are used to bore under right-or-ivay surfaces for long water 
services. 

The motors actually run off an air compressor, but are the drivers 
for the boring tools. 

We presently have 2 of these motors in service which were purchased 
around vintage 1964. One is completely worn out and is not repair¬ 
able.... we are trying to get the other one repaired, but parts are a 
problem...hence, the inclusion of this item in our 1975 capital budget 
plan. 

Also, we are specifying the McLaughlin product, rather than multi- 
i vendor "approach", because the boring rods and tips which we use are 
! "married" to the air motor drivers, i.e. the hexagonal dimensions of 
i the drivers are married to the dimensions of the bars. 

■ If we were to go to another vendor, we would have to equip our depart- 
ment with all new boring rods and tips, since the dimensions are not 
' standardized between vendors. 

We would appreciate your forwarding this to City Council for approval 
at your earliest convenience. 

If there are further questions, please let me know. 












ORIGINAL 


• ©OTtf ®IF fFQDDBTT TOffi'u'Kl 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

r 

McLaughlin Manufacturing Co. 
P.0. Box 303 

Plainffeid, Illinois 60544 

L 


PURCHASE ORDER NO. 


6904 : 





SHIP TO ■ 


Via ter Maint. & Service Dept. 
415 E. Wallace St. 

Ft. Wayne, Indiana 


MAIL ALL ir^/OiCES io - 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED SY 
INDIANA STATE SOARD OF ACCOUNTS 


McLaughlin C.P. Air Motor equipped w/safety 
valve #M-3270-R-I 50-4 

Adapters for air Motor #M-1570 

Air Motor shoes #M-625 


Net-30 

F.O.B.: Plainfield, III. 

Per quote dated 4-2-75 still, good for "30 
days. 

Ship at once, advise 


SUBJECT TO CQNC I LMAN I C,APPROVAL. 


JK/le #4161 


snvef* 

4 til' Flen 


I 365.00 
26.00 
7.45 


ATTENTION! 


to Ge 


[£. Main 


Foil Wiwne. Indiana 46802j 
Shew R 0, Number cn Packing Slip 


2730.00 
53. fO 

14. 


0 


2798.30 


neral Accounting 


City-Ccunty Bldgi 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOsC 










































ROST OFFICE BOX 303 • AREA CODE 31S-A36-9113 
PLAINFIELD, ILLINOIS 605-14 — 
puBLic^uramcs "lAirrH bokinq 


TO CITY OF FORT WAYNE WATER DEPT, DATE APRIL 2ND 1975 

415 E. WALLACE STREET 

FORT WAYNE, INDIANA 46803 TERMS 

K3T 30 DAY'S 
F.O.&. PLAINFIELD, ILL. 

ATTN s MR. CHUCK NASH 


Gentlemen: 

Complying with 0U jj TELEPHONE CONVERSATION APxRIL 2ND 1975 

We submit the following quotation subject to conditions on reverse side. 

QUANTITY ~~ DESCRIPTION PRICE 


2 M-3270-R-150-4 MCLAUGHLIN C.P. AIR MOTOR'S. ($1365.00 SA.) $2,730.00 

EQUIPPED WITH SAFETY VALVE 

2 M-1570 ADAPTERS FOR AIR ( $26.70 EA.) 53.40 

2 K-625 AIR MOTOR SHOE'S ( $7.45 SA.) _ 14.90, 

' TOTAL $2,798.30 

















DIGEST SHEET 


Adffift. Appr. 




TITLE OF ORDINANCE: Specia1 




Board of Public Works 


DEPARTMENT REQUESTING ORDINANCE: 

SYNOPSIS OF ORDINANCE' To P rov 'de Water Maintenance and Service Department 

with 2 Air Motors with Accessories necessary in the installation of water 
service lines (see M. Mendel's memo attached). Due to corresponding fittings 
the supplier is McLaughlin Manufacturing, Purchase Order #6904 in the amount 


of $2,798.30. 


EFFECT OF PASSAGE: To re P lace worn out equipment necessary to Water Maintena nce 

and Service Department for installation of water service lines. 


EFFECT OF NON-PASSAGE: Unable to effect efficient service. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): City Utilities of $2,798. 30- 


ASSIGNED TO COMMITTEE (J.N.): 
































